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Field Day Resources 


2022 Field Day Entry - Confirmation 


Entry Update. You've successfully updated your Field Day entry, as well as uploaded all required documentation. Your 
confirmation number is 243f1k1j. A summary of your updated submission is provided below for your review, as well as e-mailed 
to you. If you have any questions about your entry, please contact the Contest section at contests@arrl.org. 


If you need to further update your entry, enter soapbox comments or upload photos of your Field Day activities, please use the 
appropriate link below (also included in the e-mail sent to you). 


aaa eee eee ee 
Update entry/upload documents http://field-day.arrl.org/fdentry. php?call=w4g&id=243f1k1j 
http://contests.arrl.org/contestsoapbox. php?call=w4g&id=243f1k1j 


Submitted by: Claude Ray, AC4SH 
Call Used: W4G 
Participants: 30 
Power Source(s): Battery, Solar 
Power Multiplier: 2X 


Preliminary Total Score: 2,624 


Bonus Points: 
Po Bonus Points} Stats 
100% emergency power 

Media publicity 

Public location 

Public information table 

Site visit by invited served agency 
Educational activity 


Entry submitted via web 
Total bonus points 


Entry received at: 2022-06-28 13:02:53 UTC 


Field Day Locator Entries Received 


E-mail: claude_ray3@yahoo.com 


GOTA Station Call: (NONE) 


Club/Group Name: Athens Radio Club 


300 


ARRL/RAC Section: GA 


100 Documented by Athens Radio Club Field Day 2022 -Evvent Report. pdf 


100 


100 Documented by Fire Station #7.jpg 


100 


Score Summary - Cabrillo log/dupe sheet file: W4G.dup 


cw Digital 


Total Points 


Band/Mode QSO Breakdown: 


gital 
90 657 


Claimed Score = (QSO points x power mult) = 1,674 
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6m 

2m 
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90 


657 
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